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SUBJECT: INSTALLATION OF EDWARDS CHILLERS 
REF: STATE 045670 

1. INSTALLATION OF EDWARDS CHILLERS AS REPLACEMENT 
FOR PRESENT DUNHAM BUSH CHILLERS SUPPLIED FOR TCU MAY 
NOW PROCEED. THIS PROJECT DELAYEDAT REQUEST TCU CHIEF 
DUE VIP PROJECTS DURING YEAR AND UNTIL SEABEE PRESENCE 
FOR INSTALLATION ASSURD. 

2. EMBASSY APPROVES INSTALLATION USING AVAILABLE 
SEABEE TEAM WHO HAVE AIR CONDITIONING ANDELECTRICAL 
QUALIFICATIONS. 

3. EMBASSY WILL PROVIDE TOOLS AND EQUIPMENT. 

RSO/GSO DISCUSSED THIS PROJECT WITH CPO BROWN AND HE 
AGREES THAT THIS INSTALLATION OF A/C IN TCU WILL NOT 
INTERFERE WITH FAN COIL (CONSEC) PROJECT AND CAN 

BE ACCOMPLISHED WITH PRESENT SEABEES AND UT WALKER. 
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